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Wldorfag of Eurlitl Avenue WOllld chop off the SUfmM Nn ** lawn MnI the CoUmUHI grounds approximate!* ■fcoOTI 

by dotted Hum , The pmjeet is expected to start next spring. 



EUCLID PROJECT 
WOULD SLASH 
UK FRONTAGES 

\ |275gOOQ pffojed to f oil I -Line Eu< li<1 \\ time from Har- 
rison Avenue to High Street is almost certain to In-gin next 
spring, a lily official said yesterday. 

According to plans released by Coliseum frontages. 
J. M. Heidenreich, city traffic The preliminary plans call for 
engineer, the widening would widening Euclid Avenue by 8 to 
necessitate removal of parts, of the 10 feet from Harrison Avenue to 
front lawn of the Sigma Nu house Rose Street. The amount of widen - 
and of the Wildcat Gwll and t ing for the Rose-High Street 

stretch will be about the same 

AFROTC 
Set Up As 
Model Unit 



^7Se (tCervtuckif 

KERNEL 

I MYERS I TY OF KENTUCKY 



Volume L 



Lexington, K>.. Thursday, Octoba 16, i«>'»h 



NiimlH-r 15 



New AFROTC heads in four 
states have been advised to visit 
the UK Air Science Department 



Survey work from Rose to High 
Street has been completed by C. 
J. Puller, consulting engineer, 
under an $8,000 appr 
made Aug. 21 by the Lexington 
Board of City Commissioners. 
Fuller is now designing widths 
from Harrison Avenue to Rose 



Oxford Debaters To Engage 
Campus Team Here Nov. 11 



The famed Oxford University I 
°^"f„!°" debate team will make its first ap- 
pearance at UK in more than 23 
years on Nov. 11. 
Known for their brilliance and 



Street and from Ashland Avenue wit in debate, the Oxonians cur- 



to East High Street. 

Heidenreich said the part of 
Euclid Avenue between the Coli- 



eet up as a model program, early s*™ and Stoll Field would be 

widened to 52 feet. The new street 
would consist of two 24-foot strips 
separated by a 4-foot median 



in their tours of duty. 

The assistant commandant of 
AFROTC units in the Kentucky. 
Ohio. West Virginia and Tennes- 
see area made the recommendation. 
The newly assigned professors will 
examine the UK department's at- 
tainments in three separate areas. 

These are a cadet leadership 
laboratory program, a high de- 
gree of motivation toward enter- 
ing advanced AFROTC and the 
department's general teaching 
methods. 

Col. R. W. Boughton, professor 
of air science and tactics here, 
said the department seeks to 
avoid "spoon-feeding" its cadets. 
It aims at developing their lead- 
ership through actual practice, he 
added. 

This practice includes having 
cadet officers plan and conduct 
laboratory programs within a mili- 
tary framework. They instruct, 
evaluate the leadership of their 
peers and subordinates, and serve 
on a number of cadet governing 
boards. 

Representatives of 19 colleges 
and universities in the four-state 
area are expected to visit here 
as tours of duty of new air science 



rently are on their annual tour 
of the United States. Their ap- 
pearance here is being sponsored 
jointly by the College of Arts and 
Sciences and Student Congress. 

The Oxford debaters are Thomas 
Stuart Griffiths and Brian Alastair 



line. He added that the project Walden. both outstanding students 
requires a right-of-way 66 feet at the English university. Oppos- 
ing them from UK will be Dick 



Continued on Page 3 





Roberts of Paducah and Terence 
Fitzgerald of Lexington. The topic 
will be the question of whether 
development of nuclear weapons 
should be halted by international 
agreement. 

Griffiths is president of Oxford 
Union Society, news editor of the 
magazine Isis and is active in 
dramatics. His colleague. Walden. 
holds a government scholarship 
for post graduate research. An 
ex-RAF pilot officer, he is a for- 
mer president of the Oxford Union 
Society. 

Dr. Gifford Blyton, coach of the 
UK degate team, 
enthusiasm at the f 
visit by the Oxonians. 

"The visit of the 
team will, we hope 

revival of interest in the art of CLINTON. N Y.. <AP>- The fraternity, to believe in the prin- 
forensies in Kentucky, a state Hamilton College chapter of riples of C hristianity. and to be 
which has a long and brilliant Lambda Chi Alpha fraternity has uf the white or American Indian 



Call Him 'Tucky 9 

"Tucky" was the name chosen by the K Club for the Wildcat's 
mascot. Mrs. Roy Hogg, Frankfort, was announced winner of the 
contest at the Kentucky -Auburn game. Pictured with "Tucky" 
cheerleaders Joanle Weissinger. Pat Nallinger, Bev Price. Si 
Bradley and Nancy Barnett. 



oXlng Hamilton LXA Chapter 
r.ulu. b t *': Loses National Charter 



— --- 



No Pressing Problems 



HILDA LU HAY 
A Cute Weightlifter 



in this art." Dr. Blyton 
said. 

The debate will be at 7:30 p.m. 
Nov. 11 in Guignol Theatre. 



UK Girl Has Weighty Hobby 



By PALMER WELLS 

"It tones up the muscles and 
gives you a relaxed feeling." says 
pretty Hilda Lu Hay of her hobby 
—weight-lifting. 

When most people have to listen 
to music or read in order to go 
to sleep Hilda has found that lift- 
ing weights is the best form of 
loosening the muscles and attain- 
ing relaxation. 

The trim, blond freshman said 
that her Interest turned to heav- 
ing weights over a year ago while 
still in high school at New Castle. 
Indiana. Starting with 35-pound 
weights and working up to higher 
weights she is now capable of 
lifting up to 100 pounds. 

"It all began." she says, "when 
my brother broke his arm playing 
football and began lifting weights 
to strengthen hi* arms. Thinking 



I d lose a few pounds. I began lift- 
ing the weights myself. The extra 
pounds turned to muscle. I gained 
15 pounds." 

A physical education major. 
Hilda has learned to take gaping 
reactions to her avocation mildly. 
"It's just a hobby. "I've had a lot 
of fun with it- 
Observers might be surprised to 
note that the 18-year-old beauty 
has no bulging biceps but possesses 
attributes befitting the most fem- 
inine of her sex. She has blond 
hair, sparkling blue eyes and stands 
five-foot, four inches and is an 
Alpha Gamma Delta pledge. 

The charming weight-lifter has 
a long list of athletic accomplish- 
ments to her credit. Utilizing her 
boundless energy she led yells at 
New Castle High School for seven 

in swim- 



ming and diving meets, plays tolf 
and likes to dance. 

Hilda's athletic interest and 
ability may be traced to her 
father, Langan < Hay. who was a 
star halfback for the University 
of Kentucky Wildcats from 1932 
to '36. As a college athlete. Mr. 
Hay was a member of the first 
UK swimming team and was on 
the track team. He is currently 
football, wrestling and golf coach 
at New Castle High School. Dad 
also participated in the family 
weight -lifting exercises. 

Having assumed her studies 
here at the University. Hilda says 
she may drop her unusual hobby 
because of the tendency to gain 
weight. She says that she has no 
to become the female 



reported that its national charter 
has been revoked because it in- 
sisted on a policy of non -discrim- 
ination in membership. 
Timothy W. Scholl. of Water- 



race*. 

Scholl's statement did not say 
whether the resolution had been 
prompted by any specific ca*e. A 
member of the chapter said mem- 



town, chapter president, said the bers had been instructed ' not to 

dispute with the national organl- comment." 

zation started last March after Scholl's statement said "the na- 

the Hamilton unit adopted a reso- lional fraternity refused to change 

lution stating it would not re- IU policy of discrimination . . . 

strict membership "for any reasoiv and the Hamilton chapter refused 

of race, religion or color." to change iu policy ml 

In a story appearing in the 
Hampton student newspaper, 
Scholi quotes the national frater- 
nity policy as stating, that "quail 
for membership are to be 
to the general 



Debate Contest 



like to teach physical 



The annual Kentucky Thor- 
oughbred Debate Tournament will 
be held in the Pine Arts Building 
Thursday. Friday, and Saturday. 
Oct. 18-18. 

Visiting teams from 14 colleges 
will take part in the debates. Dr 
will coach the UK 



A* a result." he said, "the 
charter of the Hamilton chapter 
was revoked on Oct. 1 for refusal 
to rescind its resolution and comply 
with the policies of the general 
fraternity." 

Scholl said the Hamilton chap- 
ter would continue as a local fra- 
ternity but that no new nam* 
had 



A complete schedule of all de- 
will be available in the foyer 
of the Pine Arts Building. 



ATTENTION : 

All organisations who have net 

Krnturkian, ple a s e do so im- 
mediately. If an organization ie 

the Journalism Building 
U9. This most be 



away. 
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Infirm. ii n 



\Vrdnr»da\. Oct. K 
Admitted: Orndy Ler. John 

Hampton, and Vlckl Kasdrn. 
DiKmiHfsed: M\ko Kfffrr. Bob 

I union Joyce Anderaon, Barbara 



David Maullsby. 
I: David Coylr. Brenda 
Clurkson. Norma Perkins. Betty 
Jo Kin* and Vtrki Kasden. 



Friday 

"Ro^er Hagnle. 



Saturday 

Dismissed Grady John 
Hampton and David Maultsby. 

IVfondfly 

Admitted: David Rhodes. Bill 
Desmond. Phillip Grief. Shelton 
JFparks. Kay Long. Darleen Youn«, 

id Kraxu hiem i i 

Tuesday 

Admitted: Michael Vaughn. 
Gene Oliver. Richard Duncan. 
William Gilpin. Charles Ttambo. 
Louise Read and Marilyn Lyvers 

Dismissed: Bill Desmond and 
l4HdM Read. 

Wednesday 

Dismissed: Shelton Sparks. 



A woman is not always a woman 
but a good cigar is a horse of a 
different feather — Pogo. 



sniana 



wide 

VISION 
SCREEN 



Wed.-Thurs — Oct. 15-16 
DEADLIER THAN THE MALE 

Jean Gahir 



ALL AT SEA 



\ el hi ties 

Westminster 
Fellowship 

The Rev. David Vines Miller, 
missionary In the Belgian Congo, 
will be honored at. an open house 
at 8 p.m. Oct. 18 at Westminster 
Fellowship. All Protestant church 
students are invited. 

A native of Johnson City. Tenn.. 
Rev. Miller was graduated from 
Union Theoolgical Seminary. Rich- 
mond. Va. For four years he and 
his wife have been working in the ' 
Belgian Congo under the auspices 
of the Presbyterian Church. 

Rev. Miller will speak on the 
"African situation and the Church" 
at the regular meeting of the 
Westminster Fellowship at 5:30 
p. m.. Oct. 19. SUidents from cen- 
tral Kentucky colleges have been 
invited to the meeting. 

\\Y< V j 

The YWCA will hold a mass 
membership meeting tonight at 
8:15 in the SUB Music Room. 

Mrs. Paul Little will show slides 
and speak on her travels in 
Russia. All interested girls are 
invited to attend. 

Campus Parly 

All members or students who 
wish to affiliate with the Campus 
party should meet at 7 o'clock 
tonight in room 204 of the SUB. 

Alma Manila Mater 

The first mass meeting of Alma 
Magna Mater will be 5 p. m. Tues- 
day at the SUB. Anyone having 
relatives who attended the Uni- 
versity of Kentucky is eligible to 
attend. 

Radio ( In I) 

The UK Amateur Radio Club 
will meet at 5 p. m. Monday in 
the Engineering Study Hall, on 
the second floor of Anderson Hall. 
All interested amateurs are invited 
to attend. 



Art Club Meets: Newsmen Attend 
Freeman Speaker Presc Meeting 



Phone 

L 5557« 



StrampIR E N A LI 



Llim»TOM-KlHTU(IIT 

ENDS TODAY 
"Cat On A Hot Tin Roof" 

STARTS T OMORROW 

|rex HARRISON 

? KAY 

I KENDALL 



I MM J I 




CINEMASCOPE 




THEATRE 



STARTS TOMORROW 



The New Screen 
Musical In 
Gorgeous Color 
By The 
Composers Of 
"My Fair Lady" 
Starring 
LESLIE CARON 
LOUIS JORDAN 
and MAURICE 
CHEVALIER 




MGM 

Alto News and 



The Art Club election was held 
Inst Friday In the Fine Arts build- 
ing. 

Officers for the club are Jo 
Salyer, president; Phyllis Dell 
Court, vice president ; Julia Barn- 
hart, secretary and Billy Ogger. 
treasurer. 

Richard B. Freeman, Art De- 
partment head, will give a lec- 
ture at the meeting at 1 p.m. 
Friday. 




POSITIVELY 

LAST TIME TONIGHT 

Take Advantage Of It To See 
BRIGITTE BORDAT 
In 

"NIGHT HEAVEN FELL" 

Color — Scope 

. Also 

Guy Madison — Valeric French 
In 

"THE HARD MAN" 




ENDS TONIGHT 

Jack Lemon — June Allyson 

YOU CAN'T RUN AWAY 
FROM IT" 

Color Seooe 

Also 

Sal Mineo — Jas. Whitmore 

"THE YOUNG DON'T 



Victor Portmann, assistant pro- 
fessor of Journalism, is In Chicago 
today attending the fall counicl 
meeting of the National Editorial 
Association. 

Portmann. president of the Ken- 
tucky Press Association, was ac- 
companied by Thomas L. Adams, 
of the Herald-Leader staff, rho 
is vice president of the KPA. 

Portmann will attend a discus- 
sion on editorial policy at the 
president's meeting, for presidents 
of the state associations. He will 
return to Lexington Saturday. 



Adolf Hitler did not read the 
Kernel in public after he estab- 
lished the Nazi Party. 



MOVIE GUIDE 

ASHLAND— "All At Sea." 2:00. 
5:20. 8:45. 

"Deadlier Than The Male." 3:25, 
6.50. 10:10. 

BEN ALI— "Man Of The West.' 
1:12, 3:19. 5:26. 7:33. 

CIRCLE 25— "Bonjour Trstesse/ 
7:05. 10:30. 

"Bad Man's Country." 9:15. 

FAMILY— "Thunder Road," 6:55. 
10:20. 

"Toughest Gun In Tombstone." 
8:52. 

KENTUCKY— "Kings Oo Forth." 
12:27, 2:45. 5:03, 7:21. 9:39. 

LEXINGTON— "Night Heaven" 
Fell." 7:07. 10:21. 
"The Hard Man." 9:09. 

STRAND— "Cat On A Hot Tin 
Roof." 1:15. 3:24. 5:30. 7:35, 9:45. 



4 SPEED VICTROLA 

BY RCA VICTOR 



Plays all speeds and all siies. 
Excellent tone quality. Port- 
able metal case covered with 
washable "vinyl" in your 
choice of three pastel shades. 
Easy terms. 

$2995 



RCA VICTOR AUTOMATIC 
"45" RECORD CHANGER 



Will play fourteen "45" 
RPM records smoothly and 
automatically. Has unusual 
fine tone quality. Handsome 
leatherette covered portable 
carrying case. Easy terms. 




$3995 




OPEN 'TIL 9 P.M. MONDAY THROUGH FRIDAY 




FAMOUS F OR FAMOUS BRANDS 
JUST TWO BLOCKS WEST OF CAMPUS 



BELTLINE DRIVE IN 
THEATRES 

Electric "In C«r" Heoters 
If Necessary 



CIRCLE 



STARTS TONITI! — 1ST RUN! 

. . . The West's most fame gun 
fighters shot it out' fat Garrett, 
Wyort Earp, Bill Cody, Pat Master 

'"'BADMAN'S COUNTRY" 

Starring 
GEORGE MONTGOMERY 
BUSTER CRABBE 
NEVILLE BRAND 
* — 2nd Feature — * 
DEBORAH KERR 
DAVID NIVEN 
Colorscope 

"BONJOUR TRISTESSE" 



*u U8£RTVRDV 



1ST RUN! — HELD OVER! 

"Moonshiners" vs. "Revenooers" 
Fightin' and Feuding in Ky. . . . 
ROBERT MITCHUM — KEELY SMITH 
and JIM MITCHUM in 

"THUNDER ROAD" 

★ — 2nd Feature — * 

GEORGE MONTGOMERY m 

"TOUGEST GUN IN 
TOMBSTONE" 




Try Our Complete 
Line of 

Trench Coats 
Iridescent 
Raincoats 

ALSO 

The Single Breasted 
3/ 4 Length 

Baracuda 

For Only $16.95 up 

Rain Hats $1.95 up 

PHILLIP GALL 

& SON 



117 S. Upper 



2 0653 



David Freyman 
Campus Representative 
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Nobody Can Launder A Shirt Like 



BECKERS 



SAVE 15% ON CARRY OUT 



Legalists Are 'Pitchmen ' 



I HI kl\Il(k\ KERNEL, ! Im.imI.m H». in-,8-1 

^ Z°r: CLASSIFIED ADS 



Fv r\\ l. ZIMMERMAN 



The UK Law College Is an odd 
< mbinntion: Ivy-clad walls, thick 
I <.:.». cue serenity of study, coin- 
pitching and cheers for the girls. 

Most students who have seen 



in common than studi I 
in the larger, more di pei I col- 
leges. 

Traditions of this kind h.ixc been 
upheld at thr law s< hnol for many 
ream. Before V%orl«l VNt II. it 
was a custom for thr law studrnts 
the coin-pitching on the walk or lo s|| (ofKh , r aC (nr footbaII 

heard the law students cheering ff »mes wearing aarot tirs and dcrhv 
and whistling at a pretty girl have 
rrobab'.y wondered what kind of 
an odd -ball place the law school is. 

It would seem that this would 
be a place populated by quirt, 
Mixtions men of great ambition. 

W. L. Matthews Jr . dean of 
the Inw College, says that he 
Ihinks it is an expression of the 
fpirlt and closeness of the law 
Mudenta. Since the law school is 
relatively small, and all the classes 
are held in Lafferty Hall, the stu- 
dents know each other and have 



hats and earning t mes 

Since the war. the <>.v*iui'. h 
pi'ihing coins nnd \iht.sthiig at 
the pretty Kirls have sprung up 
Perhaps the veterans brouiiht KlM 
customs buck . no one lUOTR 
for sure. After all. who cares | If 's 
lust | gathering of good friends 
passing the time. 



Jefferson Art 
To Open Sunday 

The opening of the Jefferson 
Place Gallery art exhibit at the 
Fine Arts building will be Sun- 1 
diy. Oct. 19 from 3 to 5 p.m. 

The exhibit is composed of 42 ' 
| lintings and five sculptures. 
F/ofessional artists have submit- 1 
t' d works to the showing. The 
pointings range from representa- 
tion to complete abstractions. 

The oldest artist having works 
In tho exhibition is Mr. Gates, 
Inner head of the Art Depart- 
ment at the American University. 
Other artists whose works are 
represented are Bayliss, Brabanski. 
Calfee. Contreras. Davis. Greenly. 
Maurer, McKinsey, Noland, Orwen. 
and Summerford. 



LEXINGTON 
YELLOW CAB 

Inc. 

Dial 2-2230 
Radio Equipped 





your 
day of days 




in 



ortraits 



So loi'ely . . . 
So happy . . . 
Always 

Keep that special look of 
loveliness, keep y.our 
pttfH of days alive 
lorevcrmore ... in a formal 
Wedding portrait by our 
studio. To keep, to give, 
your portrait lets you 
share your happiest day 
with those you love. 

Your Porto ril Deserves 
The Very Best! 

Call, write, or stop in today to discuss 
details or to make an appomtmtnt 
at your convenience 

Adorn Pepiot Studio 

510 E. Mam St. 
PHONE 2 7466 




*ldr. but did not km.* mluther 
the city h«* yet acquired ti e en- 
ttrr amount 

I lie widening u..,,id Include 
moving the -tadiuin Mde xdewalkx 
und<-i ne.«; n IM nsrlt 
The concrete wall anil i v. lone 
fence Ixirdcnng the brt.Meball field 
on the north would be* removed 

flMdenrelch sau) preliminary 
plan lor the project would be de- 
livered to Un ivei-sjty official* 
within a month Upon completion 
of the widi Mug, Euclid Avenue 
would become part of the stale 
prlmnry road system becau.se It 
yervei* a state university I/mik- 
range plans cull for an extension 
of Euclid Avenue west to connect 
with Bolivar at Upper Street 



n c»m$rt.r ir.r r,i i. r • 

H'.nc khr .i ... t.«r Rio* Ori»«» A<- 

Irtir Club. 117 HH Main S»r«-et P H 

WWW MIIIM. 

MAST MTTt\r; available !• flrWi in 
I'K • i »« i i*>p l*«»uar M* M.»nwrtl<* 

Ph-.t, i- s KHT I* 



KOOM I OH KI N I 



^TT^v •rrnirsrs n >t* ,!.♦.•<- 

tint »itli VOUf prwrnl mot . >mc to 
ltd r. Maxwen. oopo-ue Mi. ht« i 



I OS! 

I » >*T »hir l" ■ • >• ■ .'•••» v , i « 

green Alacbr.i h.*>li O*H*0> Al««»»ra 
b\ Ki« lir»<»n II found p>.«»r ..•"••■i 
.lii.lilh Wither*. 4-WI4 <>r at Hie I 
\cr»tl% Pit~« l»KKill 



Three Coins On Thr Sidewalk 

Law students allegedly have worn nut three sidewalks in front of 
Laffertv Hall by pitching coins on them. 



SHOP AT — 

DON MEYERS SHOE STORE 

SOUTHLAND SHOPPING CENTER 

HAPPY HIKER — VELVET STEP SHOES 
FOR LADIES and GIRLS 

CITY CLUB — WESTBORO SHOES 
FOR MEN and BOYS 

OPEN FRIDAY NIGHTS TIL 9 P.M. 



• • • i 

» • . • 



You are cordially invited 



to visit 



42S Southland Drive 

(Southland Shopping (<cntcr) 

OPEN FRIDAY EVENINGS 



— featuring — 



Ladies' Sportswear 



India Madras (Irtish Belts. Shorts & Skirts 



Shetland Sweaters. Shorts A 



.... i 



The Kentucky Kernel 

l M\l RM1V Of KfMK.KY 

•I *■ To«t Of fir* at L*««mton. Krntn.ky M ,r. ond r!,« m^Hrr i.mlr, Act of Mareh 1. 1879. 
PtiKliahril four linit'f a vipflt (fitting? the 1 rcgfnljtr wrtool \**nr #xtcj)t holidays sind * xjtrrtg, 
SIX IMU I AHS A SCHOOL YF.AR 

Jim* Hampton, Editor -in-Chitf 
Eppebson, Chief News Editor Larry Van Hoose, Chief Sports 1 

Ann Roberta, Society Editor 
AiHLET, Business Manager Norman McMuu.ro, Advertising Ma 

John Mitchell. Staff Photographer 
Marilyn Lyvers and Judy 



Dili From Pkmeer 



THURSDAY'S NEWS STAFF 

J.M 



Bill Neieire, Sports Editor 



To florae, To Horse ! 



Dobbin Has His Day 



This is National Save the Hone 
Week. Old Dobbin and the Old Grey 
Mare, who, lor some time ain't been 
■what she used to, haVC CORK Into 
their own. They arc now in a class 
with other animals who have weeks 
oi then Own— National He Kind to 
Dumb Animals Week. National Cat 
Week. National Listen to the Whoop- 
ing Crane Week and National Re- 
member the Bttffafo Week. 

A Texas newspaper instituted 
Save the Horse Week "to honor 
hoises (and mules) lor what they have 
meant to this count!*) and the World" 
—a noble sentiment. Let s look at 
what horses, in particular, have meant 
to Kentucky. 

First of all, they were instrumental 
in the discovery, by Daniel Boone, 
of that popular springtime play- 
ground, ttoonesboro Beach. The Ken- 
tucky Militia—and ROTC-before the 
invention of the automobile, tank 
and jeep, went forth to do battle 
vn horseback. The establishment ol 



the Kentucky Derby, in which horses 
play a very prominent part, made the 
Bluegrass State the horseracing capi- 
tol ol the world and furnished stu- 
dents with an excellent excuse for 
< utting < lasses. 

This year, National Save the Horse 
Week comeS in conjunction with the 
opening of the fall rates at Keene- 
land. Surely no better way of com- 
memorating the week could be found 
than going to the track early carry- 
ing a supply ol sugar cubes and 
sneaking into the stables to pay 
homage to the noble animals per- 
sonally. 

Then, alter making a contribution 
at the pari-tnutuel window, stand 

quietly and reverently, hat removed, 
during the race. Remember the roles 
pl a y t d by hoises ol the past. Look 
lorward to future meets. Forget the 
hardships caused by money lost on 
longshots— observe National Save the 
Horse Week to the fullest. 
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Much Ado... 



GURNEY NORMAN 




(In no wav does tin- following column 
refer directly, or indirectly to Sue Buch- 
anan, the vers, attractive K(\s queen). 

Most cam put beaut) queen contests 
aie absurd in their imousisieiu it s. They 
are situations only for ridicule and cer- 
tainly not lor serious acceptance. The 
Keys Queen contest, which supposedly 
crowns the "most beautiful wphomore 

woman" at UK, is an example. To select 
a "beautiful woman" by a populai vote 
rather than considei such merits U 
beauts, poise, grace and talent is ridieu- 
Jons. 

In such contests, it is obvious even 
belore the dance thai only three or foul 
girls can be considered as serious con- 
tenders for the queen title— those who 
are sponsored by the largest fraternities 
or sororities, or jointly by a large fra- 
ternity and sorority. The (.reeks, quite 
naturally, will appear at the dance in 
full strength to insure then candidate 
a victory. 

(.trtamly the (.recks ean'i be Named 
for taking advantage ol their si/e io gel 
another nophy, as long as the rules o| 
the contest permit it. It seems, however, 
that sponsoring oiganizaiions ol dances 
would take care in setting up a queen 
conieM dial would add some "dignity to 
lilt otherwise empty title of queen. 

Lets hope the Homecoming Queen 
contest will be genuine and worth paying 
attention to. Get some judges in on it! 

OUR MAILBOX (his week yielded a 
letter to this column. Since it was mi 
signed, we cannot print it here, but it 
was interesting and vmie paiaphiasing 
Ol the letter is in order 

The letter releried to a column by this 
wnter that was ciuual ol an order re- 
quiting boys to dies* a certain way in 



the Donovan Hall cafeteria. The letter- 
writei asked me il 1 h id ever heard 
ol restaurants requiring customers to wear 
lies and coats, fraternities requiring mem- 
bers to dress lor dinner, or a lamily 
which re q u i red sons to also dress lor 
dinner. 

Answer: What the anonymous letter- 

writei mentions is common knowledge. 
Bui people who cat in such re s tauran ts 
.is mentioned oi live at a fraternity 

house do so voluntarily, and l>\ doing so 
they accept the chess requi r e men ts 1 his 
is line. But the situation at Donovan 

Mall is different. Those boys have t<» cat 
there. 

The previous column complained that 
there was no justification lor forcing men 
lo adhere to dress standards when they 
have no choice about where they eat. 
This is the same as requiring people to 
dress in a prescribed ■■Sinn fbS classes, 
where attendance is required. While s< ( 
ing everyOSSSj formally attired might be 
phasing to some eves, it is still .in in- 
fringement upon a persons individuality 
to make him chess a certain w in 

Other cases 'ol attempts to leuiment 
people in their halms an evident at 
I K. I he Mouse' Presidents' Council sa\s 
girls should not he on campus in Ber- 
muda shorts unless they are in a l\ F. 
class. Now it is immaterial to this wnici 
whether girls wear Bermudas at home 
or on campus. Bui the idea ol that in 
\asion ol someone's will is repulsive. 

"But it is a question ol taste," the 
council might say. Sure it is a question 
ol taste, but it is the individuals taste 
that is important, not the opinion of a 
council determining everyone's chess. 
1 hank you loi your letter, Mr. Anony- 



Disappearing Radiation 



V \S \I)KNA. ( aid | \l»)- I hi h II '»f 
deadly radiation surrounding the earth 
may virtually disappear within a lew 
vats, .i Calilornia Institute ol lech 
nology spokesman has said. 

Data frosa the moon prolie Pioneer 
disclosed Sunday that radiation begins 
to diminish about 10.04)0 miles above 
earth and at 60.000 miles it is one sixth of 
what it is at 10.000 miles. 

Information radioed back by the Ex- 
plorer satellites showed that within their 
limited range radiation increased with 
altitude. Pioneers instruments indicated 
that this was true only up to 5,000 or 
6.000 miles. 

I he diminution ol deadly rays found 
by Pioneer was predicted several weeks 
ago, the Caltcch spokesman said, by Dr. 
Henry Victor Naher. prolcsvir ol physics 
and specialist in cosmic radiation. 

Dr. Naher. now in New /calami con- 
ducting radiation tests with high altitude 
balloons, said the radiation zone was 
created by cosmic ravs splashing against 
earth's ionosphere. The ionosphere, a re- 
gion oi electrically charged atmosphere 

ahotit IS miles high, r efl ec ts radio waxes 

b.u k to earth. 



Dr. Naher. the spokesman said, be- 
lieves that .the ionosphere similarly re- 
flects cosmic rays back into space. These 
lavs aie (aptuiecl in the earth's magnetic 
held and thus a wide belt ol trapped, 
c one cull ale el radiation is created. 

I he extremely dense field of radia- 
tion found hy Pioneer and the Explorer 
satellites. Dr. Naher believes, will div 
sipate when the cut rent |>eriod of solar 
flares ends. 

Solar flares, also known as sunsjxrts, 
arc caused when tremendous explosions 
—many times more powerful than any 
hydrogen bomb— occur on the surface of 
the snn 

These- Hares aie accompanied bv emis- 
sions of radiation. It is this radiation, 
splashing against the earth's protective 
Ionosphere, which Dr. Naher believes 
forms the lethal zone of cosmic rays 
around rhe earth. 

"In a lew yeais, when the period of 
solar exiiieioefll has dwindled." the 
spokesman said, "we may lind that the 
radiation /one has virtual!) disappeared. 
We can c spec I it to huild up Sgain 
with the next cycle of sun spots." 



The Readers 9 Form 



Poetic Perils 

To The Editor: 

My old man came to town today 
To check my hills he had to pav. 
He finally found me in the Grill, 
Drinking Cokes with some big wheel. 

He stood and watched, unknown to me; 
While 1 spent his money quite beely. 
Me finally broke my social twirl 
By cursing wildly in the whirl. 
"My deal sun." he said to me, 

"You're living quite expensively!" 

"But. my dear pop. oh can't von see. 
It's my four yem course in Grillology!" 

"That's not the principle involved; 
1 here's still a problem to be solved. 
Grillology may be okay, 
But all those Cokes won't make your 
grades!" 

The moral In re is plain to s t * j 
A" semester's average requires a C. 
Grillology may be a hree/e. 
But still von have- to make' those C'S. 
So let the boy spend all his "mon," 
And let him have lots ol inn. 
When all the mon goes, so will he— 
But he could make that C a B. 

Contributed hy 

Nancy Howard 
Billy B. Man 

Sour Grapes? 

To The Editor: 

Was the purpose, il there was one, 
Gurney Norman's ("Much Ado" column) 
ol Oct. 9 to excuse his own shortcom- 
ings? is it possible that his own grades 
aren't as high as he feels they should 
be? Has he been refused membership in 
an organisation he wanted to join? The 
leader suspects there must In some per 
sonal reason loi his irrational views. 

In his ill advised raving, he has ruth- 
lessly condemned good grades, honorary 
Iraterrjities, the Leadership Conlerenee 
and all other campus activities that re- 
quire wiljingness to work. 

Membership in a*hnosi any ol our 
campus organizations is a good oppor- 
tunity lot development ol leadership 
abilities and should uot be any great 
handicap to college students. 

It is tiue that it may be possible to 
helong to so many organizations and to 
paiiuipate in their activities to such an 
extent that grades m.iv be poor. How- 
cvci, il students call belong to liaierui- 
ties and still make good grades and 
attain membership in the honoiaiv Ira- 
te r nines and sororities, ihey ceitainly 
have nothing to be ashamed ol. On the 
connaiy, the) aie examples ol what will- 



ing and capable students aie able lo 
accomplish. 

Certainly stude nts who attain the quali- 
fications necessary lor membership in 
honorary societies are much more in de- 
mand by p o t en tial employers than those 
with low grades and lew or no extia- 
eunieular ac livilic s. 

Sine t i c K . 
Frank Bennett 
William Dorsey 
(Re the questions asked in your liist 
paragraph, gentlemen, we rather doubt 
that Norman's "irrational views" were 
prompted by failure to get into campus 
organizations. In addition to being editor 
of the Kentuckian, Columnist Norman is 
secretary of Omicron Delta Kappa; presi- 
dent of Sigma Delta Chi. professional 
journalism fraternity; a member of the 
editorial board of Stylus; a member ol the 
K Club and track team, and has a 3.0 
overall standing. We suspect he merely 
wrote an honest opinion— no more, no 
less. -THE EDITOR). 



Scientific Dating 

To The Editor: 
I was impressed by the profundity of 

Dr. Leslie's most penetrating study of 
dating. The joys ol scientific living are 
here at last! Not be loi t the advent of 
the sociologist— that master scientist who 
draws conclusions pur poi ting to direct 
our lives frosa "cpiestionnaiics ol High 
school and college students -have we 
really known how to live 

The pattern is lixed: and i( we refuse 
to follow, this scientist or social worker 
(one hesitates to specify) looks us deeply 
in the eyes, reiteiating without a blush: 
"You have a problem." 

He tlassilies us as orderly as the ele- 
ments; his norms arc lixce!, as dull and 
dehumanized as mass-produced gadgets. 
His prescriptions loi dating and marriage 
are set lorth as universal panacea. Since 
S cb» not looMoi a wile who "knuwt htww 
to cook and kr< p lions, | fu-sh UttlC 
home economics majcu wuh bright eyes 
and dishpan hands, bobbv socks and a 
mind that wanders nunblv horn cookery 
to the stratosphere ol vie nee fiction un- 
til it alights gingerly on a l»at Boone 
and. since 1 have missed that great "ad- 
vantage," so cogently emphasized by l)i. 
Lastta, "ovci (my) patents (of) casual 
talks around the drugstore," 1 mourn- 
fully hang my head, remembering the 
exclamation ol C. R Shaw: "What will 
people ihink!" 

Sun etery, 

Milledge Galphin 
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ON THE SPOT 




With 

DAN MILLOTT 



Dorm Lads Domesticate Bugs 

By IIXRRY RICH until our Janitor brrnm«* Througll Ml Im' t| >firdim llM 

Krrnrl l.ntomolocy Fiprrt O^l* worried about hi* )<<h , ki..,. h.-> \u \hr t'K m- * 

If became e vident durum my * < ar«*e whlrh very norm* will nlmpljr Ml die off Thrf 

fir>-t few days here at UK last nearlv ruined alt of our hard work live on and on aixl OB IB 

venr that there were other livinn J Midden rold snap In Norember fowl] lust always h*\e thmi 

things occupying our two-man »*«'ed off two page turner* and a around Isn't that uonderfur 

room in Bradley HhII besides my »' bed-maker*. Something So. to thi» \r*r* (rmhnwn Bpff 

two roommates and me. These done! We figured out I May, don't despair aveam* »r>u 



Something happened last Mon- 
day afternoon which I feel de- 
serves immediate clarification. 

The Students Party named this 
writer as its chairman for the 
fall semester. This immediately 
brought to light the future of this 
column, which up until now has 
dealt with campus affairs. 

When I learned of the SP's de- 
clsion I considered the fate of this 
column thoughtfully and I had 
frankly considered dropping it. 
Rut with further consideration 
with the Kernel editor. I have 
decided to continue the column. 

This I am doing because there 
are many other areas besides SC 
r.nd campus politics which will 
warrant comment. 

Delta I psilon Makes Move 

Tuesday night IFC heard a 
Mirsentation* on behalf of a pro- 
posed colony for Delta Upsilon 
naternity. The sales pitch was de- 
livered by the general secretary of 
DU. Otis J. Hill. 

After his presentation, Hill pre- 
sented another petition to IFC. 
A motion to accept the petition 
was followed immediately by a mo- 
tion to delay action until Oct. 28. 

Unlike the first petition submit- 
ted by the DU group last May. 
this one appears to have far more 
backing both from the general 



IFC membership and the frater- 
nity's national office. 

Last spring, with each fraternity 
having one vote, the proposal was 
defeated 12-7. Assuming that all 
the groups who voted for the peti- 
tion then would do so now, the 
Dl s must get at least four groups 
to change their vote. 

Delta Upsilon has strong back- 
ing within University administra- 
tion circles. Certainly in the office 
of the dean of men. 

Apparently a great deal more 
effort has gone in behind the sec- 
ond petition attempt. A second 
rejection without a recommended 
course of action from IFC could 
all but end the attempt to estab- 
lish a DU colony here. 

Anti-DU forces are still quite 
apparent and when the question 
is formally voted on in two weeks, 
a lengthy discussion is certainly 
in the cards. 

The opposition stems from con- 
tention that the IK fraternity 
s\st*m is not healthy enough to 
take another fraternity at this 
time. Pro-Dl' forces point proudly 
to Phi Gamma Delta as an ex- 
ample of the fraternity system's 
ability to take in another member. 

This one won't be easily settled 
and despite the more organized at- 
tempt to get the petition accepted. 



things were the dormitory cock- 
roaches, sometimes called — well, 
due to censorship problems we 
won't go in to what they were 
called. 



that it 



cross- breeding 
with 



of have a couple of 

the cockroaches roachr* In your room. You < M 

that could with- train them. loo. and think of all 

so our trained Ihoae year* of fun you mioswd al 

he* would not all be killed home without the** helpful in- 

At first it was rather dlscour- ■ub-freeaing temperature*, aret*. especially without the I K 

aging to see these little tthey were The problem was solved verv h ***?> all-weather type cock- 
only about two inches longi crea- neatly by borrowing a heavily 

tures move your bed to the other wooled sheep from the University There will be another article In 

side of the room, take your books Farm and mating it with one of this series in the near future that 

out of the bookcase, and make our heavily muscled bedmaklng will further help you freshmen to 

bedroom slippers out of your cockroaches. I Let me tell you this adapt to UK dorm life It is bo^rd 

twenty-dollar bass m occasions. was no easy task either). The re- on last year's experience* and will 

Then a light dawned on the <ult was fabulous The offspring be entitled "Fruit Fly* t an Re 

newly formed gang on third floor looked Just like a normal cock- Fun." 
Bradley. If the bugs were going rtmch except for a covering of 

to be around, why not train them w °"l *>n its body We promptly News articles as brief as Una 



to do helpful 

room? 

First it was found that one In- 
dividual cockroach could be taught, 
in less than a week's time, to turn 
the pages of a book while you 
were reading. In a short period 
of time everyone had his own page 
turner. 

Another important advancement 
came when it was discovered that 
i a team of five cockroaches could , 
be trained to make up a bed, even 
an upper bunk if the team were 
equipped with oxygen masks. Vari- 
ous other innovations of cock- 
roach training appeared on the 



it 



Overroatus. come few these days 




1 DAY RENTAL 
SERVICE 

FIRST NIGHTER 

FORMAL WEAR AND 
ACCESSORIES 



Special Group Price* 

PHILLIP GALL & SON 



117 S. UPPER 
TEL. 2-0652 
CAMPUS REPRESENTATIVE DAVID FREYMAN 




Camel Liner 

By McGregor 

Here is casual elegance in a 
fine wool and camels hair 
car coat. Handsome camel 
colar with full leather lip- 
out lining. Warm and prac- 
tical. Sizes 38 to 46. $50 




FUR COLLAR 

Suburban 

All wool suburban coat with 
detachable V c r • I collar. 



can in fall tan or grey. 
You'll l.ke this handsome 
coat. Sixes 38 t« 44. 




Bell System Offers Wide Range 
of Job Opportunities 

Where do you fii in? 
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The chart obove shows where your college education may best fit into tho Bell Telephone 
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Representatives Will Be On The Campus 
October 21 , 22 To Interview Engineering Sen 
October 23, 24 To Interview Non-Technical 
Group Meetings: Engineers 5 P.M., October 20 

Non-Technical 4:30 P.M., Octoi 

Operating telephone companies 

Southern Bell Telephone and Telegraph Company. 

Long Lines Department, American Telephone and Telegraph Co. 

Engineering, construction, operation and maintcnamv of communi- x 
cations facilities on local, state, national, and international basis. 

Western electric company 

Manufacturing, field engineering, purchasing, installation and distri- 
bution of equipment and supplies for the Bell System and national 



Bell telephone laboratories 

Research and development in electrical communications, electronics, 
microwaves, acoustics, switching systems for the Bell System, and 

r 



Research and development in electronics, 
in nuclear 



BELL TELEPHONE SYSTEM 
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Kernel Sports 

Keeping Pace . . . 

BILL NEIKIRK 




kentu«k\. i.ilctl as the tc.nn li.i\ii>K the lOttfhe* Kfedlllc 
in the mmhLUmn (onlnr.MO. takes OH its lot.rtli 'Linked 
tetHi in Una jptUffl in its S..tm<l..\ ni«ht little with the I. Si 

Ttaert. 

After its breather with Hawaii. Kentucky has met the 13th, ninth, 
and first team* in the press polls in succession. LSU is rated as the 
ninth team in the country in this weeks poll so the Tigers will be 
the Wildcats' third straight opponent ranked in the Top Ten. 

A back-breaking schedule like Kentucky', is especially hard for 
a coach since he must prepare his team emotionally for each suc- 
cessive game. C oach Wanton Collier says that this is probably the most 
difficult task facing a coach. 

It is also significant that in a game with a team of high caliber, 
it is almost impossible to play inexperienced men. Week after week, 
the coach must rely almost entirely on his experienced players. 

* • ♦ 

A student who takes a non-university girl to a Kentucky football 
game must buy a "date" ticket for her and sit in the bleachers in- 
stead of his customary seat in the student section. 

But since all tickets for last Saturday's Wildcat- Auburn game were 
reserved, students with dates with non -university girls not only had 
to buy "date" tickets and sit in the bleachers, they had to buy bleacher 
tickets for themselves in order to be assured of a seat. 

Being deprived of a seat in the student section is bad enough, 
but when a student has to pay admission when he is otherwise en- 
titled to it. something should be done about it. 

Many students over the weekend, therefore had to pay $6 to see 
the game with their dates when otherwise it would have cost one- 
half that amount. 

♦ • • 

While Kentucky's football Wildcats busily prepare for LSI . an- 
other Wildcat tciim— Adolph Rupp's NCAA basketball champions- 
began drills for its basketball season. 

Rupp. beginning his 29th season as Head Coach, faces probably 
one of his most difficult coaching jobs. Johnny Cox. an all-American 
candidate, is the only starting returnee from last year s championship 
team, and Rupp will likely depend heavily on such sophomores as 
Roger Newman. Billy Ray Llckert. and Ned Jennings. 




\ 



COFFMAN 



JENNINGS 



Bi r( m i i 



29th Rupp Cage Squad 
Is Young Talented Team 



Adolph Riij)]). Kentucky*! 

<.i^e jockcv lor l»H7 rates in the 
pnst 21 \e.us. RnwklM u-Ii.h 
could he his most talented, al- 
though youngest, horses in his 
brilliant stint at the University 
ol Kentiu ky as cage |>ia< ti< e 
started \esterday. 
Talented newcomers to the Wild- 

Contlnued on Page 7 




Dance At . . . 

DANCELAND 

OLD FRANKFORT PIKE 

THIS FRIDAY 



MUSIC BY 



AUTO t> HOME 

RADIO 
REPAIRS 





PARTS AND SERVICE FOR 
ANY MAKE RADIO AND TV 

While You Wall 
Service 

Complete DrWe-ln Facilititi 
Used Sttf Bought, Sold and Tradtd 

DAVIS 
SERVICE CENTER 

417 S. Mill 



Announcing . . . 

Campus Representative for 

New York Life Insurance Company 



BOBRY MARTIN 

AND TUNE TWISTERS 

9 TO 1 $1.00 PER COUPLE 

ALSO AVAILABLE FOR PARTIES 



FOR THE FINEST IN 
REFRESHMENT TRY 




1 Block from University 
820 S. Limestone St. 

High St. and Cochran 

944 Winchester Rd. 
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TIE THIS — Tie a handsome "chai- 
ns" tie around your neck <and 
complement your suit to the "Nth 
degree"*. Of wool or silk — or a 
mixture of wool and solk. You 
can't go wrong. 

NEW LOOK — <And backwards 
Ivy league slax have taken on a 
new look— "flap backs" are steal- 
ing the scene from the belted va- , 
riety — very, very neat — and in 
corduroy— sharp!! 

CAR COATS— Suburban or 
'whichever you prefer to call 
them) are still a big. big item— 
and the new kick this season— tur 
collars (detachable of course*. 
Great for warmth and looks— with 
deep pile linings— smart tailoring, 
and bland colors that mingle well 
with your wardrobe. 

FASHION FORENOTE— Look for 
cuffless trousers — beginning to 
sweep the country. 
SOCIAL ITEM — This coming 
Tuesday. I meet with the "Phi 
Kappa Taus" for dinner and a 
"round table" discussion — any 



groups or fraternities interested— 



WILD CATS — You played a won- 
derful game— you're 100' ; in my 
books. 

So long for now. 



"LINK 




Diitinctin Clothing 

Phoenix Hotel 



A graduate of UK, class of '58, 
he was active in . . . 

* YMCA ★ SGA * Phalanx 
* Scabbard and Blade 

Gene represents one of the largest 
financial institutions in the world 
which has served college students 
for 113 years. 

Phone: 7-2220 




GENE CRAVENS 




bulky rib pullover 

Really outstanding in looks with 
its bulky rib stitch and rich, 
warm colors. 

$11.50 




ONE HOUR FREE PARKING ACROSS THE STREET 
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Rupp's 1958-59 Team 

Includes Eight Sophs 



Continued from Pafe 6 

cat MMNi sli«htly bare sine* the 

Kradnntioti cf four starters and 
four IttWfl W from The Bar- 
on's" 19 W NCAA title- winners, 
puck impressive credentials after 
being once-defeated in yearling 
meets. 

I p from the Irosh squad Is Iran 
Billy Llekert, 3 baekeourt rieadesv 
from Lafa.vrtte Hlajh in Lrxinjrton 
who ha> he»n called the equal of 
All-Amerl< nn Vern Hatton. and a 
host of tall and promiainr racers 
who will furnish most of the new 
blood fcr the 1958-59 edition. 

Positions up for grabs include 
the two guard posts, a forward 
slot, and the pivot position. Only 
Johnny Cox, lene returning regu- 
lar, is assuied of a starting !?crth. 
Cttiiff contenders are 6-9 Ned Jej-.- 
nings. Kentucky's tallest since Bill 
Spivey, Den Mills, one of four re- 
turning lettermen. Phil Johnson, 
also a letteiman, and Roger New- 
man, gifted Greenville. Ky.. cai;er 
who dipped out of school last 
year alter an impressive freshman 
season. 

And Coach Rupp may have two 
aces m the hole this season. Junior 
college translers, are in the Ken- 
tucky camp again this season. Sid 
Cohen. 6-1 junior guardj^om Kil- 
gore Junior College in Texas, and 
sharp-shooter Benny Coffman. 
tiaii ier from Lindsey-WiNon Jun- 
ior College in Columbia. Ky.. are 
Included in the 14-man Wildcat 
roster. 

The roster includes eight sopho- 
mores, lour juniors and two sen- 
iors. Giving depth to the second 
year corps pre dependable Dickie 
Parsons. Htlest man on the squad 
at 5-10, Bobby Slusher, 6-4 hustler 
from Four Mile, Ky., Indiana's 
lone contiibution to the Cats. 
Howard Dardeen, fan favorite dur- 
ing his liosh season who brings 
to the squad cne of the deadliest 
push slots in many seasons. Car- 
roll Burchett, lanky ex-Flat Gap 
High forward who will not be 
eligible until the second semester, 
and Al Robinson, aggressive Lex- 
ington, Ky., guard. 



Slated for a leading role this 
MM is fi-5 forwiird-ernter Phil 
Johnson, who seems rapahle of 
filling in a starting assignment 
at either position. The big Isling- 
ton. Ky.. redhead m»v he the key 
to the entire campaign's surress. 



CATS PREP 

Wildcat coach Rlanton ( oilier 
«ent his team through an of- 
fensive drill as Kentucky pepped 
for its game with the LSI Tigers 
at Raton Rouge Saturday. The 
Wildcats will emphasize a com- 
bination offense and defense in 

Its 



The Kernel cames out on Tues- 
day, Wednesday. Thursday, and 
Pridftjr. The Kernel doesn't come 
out on Saturday, Sunday, or Mon- 
day. This includes leap year. 
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You'll Select 



The finest Quality 




large. Brilliant ORCHID 
DIAMONDS »oli»air« sal 

in 



mounting! $99.50 
of 14K gold. 



COMPARISON PROVES... 

are superior in cut, color, 
and clarity. 

ORCHID DIAMONDS' rigid 
standards assure you the 
finest Quality in all price 

ranges. 

ORCHID DIAMONDS 
f«j priced from $59.50 




FLOWERS 
For Any 



sion 



CALL 



Michler Florist 

DIAL 3-0929 
417 East Maxwell 



Hi Ihnr (.ash 

I. rath KittMfi 

David Oash. freshman fullback 
who originally wasn't slated to 
tSft fcr the Kittens, leads thr 
Kentucky Ftosh into Friday s game 
with Cincinnati. 

In the Kittens 6-6 tie with 
Vanderbilt. Oash MM the lradins 
ground -trainer with 90 yard* in 
14 carries Nick Norcla of Miami 
F1.4 has named 47 yards in five 
carries to come in next. Oash 
scored the Kitten's touchdown in 
the Vandy game 

Love is a four -letter word 



Seniors 

SEE THE . . . 

BALFOUR 

CLASS RINGS 
With The New 
WILDCAT FINISH 



ORDER NOW 

>i 

CAMPUS 
Book Store 

McVey Hall 




GO FORMAL 

COMPLETE 

RENTAL SERVICE 

For ALL Occasions 



KENT'S 



120 S. UPPER 



MEN'S 
WEAR 

TEL. 4-6500 



TAYLOR TIRE CO 



"COMPLETE AUTOMOTIVE SERVICE 

PHONE 2-7127 
400 E. VINE LEXINGTON 
24-HOUR AAA ROAD SERVICE 



1 
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'Where Pharmacy Is A Profession" 



DUNN S DRUGS 

Prompt Reliable Prescription Service 



FOUNTAIN SERVICE 

SANDWICHES AND SHORT ORDERS 
OPEN 7:30 A.M. TO 10 P.M. 




Will Dunn 

DRUG COMPANY 
LIME AND MAXWELL 

4-4255 



i 



KENTUCKY 
TYPEWRITER 
SERVICE 




Sales — Service 
and Rentals 

Repair service, adding machinal, 
n«w and usad portable, carbont. 
ribbon*, and ©Mica supplies 

PHONE 2-0207 317 XOSI ST. 



WVLK 



DON'T MISS 
Last Three Days 
Thur., Fri., Sat. 

REXALL'S 

FABULOUS 

lc Sale 

AT 

HALE'S 

PHARMACY 

915 S. LIME 

Rose and Lime Shopping 
Center" 

Open 7 a.m.-IO p.m. 



For All 

UK Football Games 
Home and Away 



ON 

STANDARD 
OIL 

Football Network 

Ploy-By Ploy With 
CLAUDE SULLIVAN 

DIAL 590 



KIMBALL HOUSE COFFEE SHOP 

283 South Lima 
OPEN 7 DAYS A WEEK, 6 A.M. TO 10 P.M. 
Hash brown potatoes and biscuits included with all breakfast*. 
S J nd w ic h cs 3 n d SH o rt Orders of ill kinds* 



GREETINGS . . . 

A Coiffure For That Special Occasion From 

MR. FRANK'S SALON 

287 SOUTH LIME PHONE 4 6899 



Begin your appointments now with our professional 
staff. Latest in hair styling, bleaching, tinting and our 
beautiful shades of Milkmaid cosmetics to match that 
si 



OPEN TUESDAY AND THURSDAY EVENINGS 




Madder print 
Sport Shirts 
tops in taste 



Good taste and 
long und«t»ton 

of the college 



in leisure wear, 
sport shirts 



From $5.00 




THE KENTUCKY KERNEL. Thurwlav. Oct. lfi. 10%8 




7th ANNIVERSARY SALE! 



"Iff Our Birthday-Bui You Get The Presents! 

Scoop! 

MEN'S SPECIAL 





All One Price 



$257 

2 for $5.00 



DRESS 
SHIRTS 

Every One Made 
to Sell from 
$4 to $5.00! 



m 



Whire or newest Campus 
Approved colors and 
styles. Regular, French or 
Convertible cuffs. What 
you've always wanted in 
the way of shirts at an 
unbelievable price. Sizes 
14 to 19. Stock up! 



car coats 
zoom 

ijQtOcO 

WINTER! 

WITH HOODS OR DEEP COLLARS 

5 77 to19 97 

Heavy poplin and colorful 
plaids. Some have quilted lin- 
ings, others pile linings. But a 
sensational collection priced at 
a fraction of their true value. 
You'll like the styles, and the 
price is RIGHT. Sizes 8 to 18. 



■ 



Men's Famous Make 

PAJAMAS 

Na Hon ally Advertised 
at $5 and $5.95! 

$277 

2 FOR $5.50! 

All with original labels. Solids, 
stripes, foulard patterns, trims. 
Coat or middy styles. Sizes 
A-B-C-D. A spectacular offer- 
ing at even-better than usual 
WELGO savings. 




MEN'S 

100% NYLON — REG. $14.95 

JACKETS 






m 



" 4 
■ 



■ I 



■ 



REGULAR 



$2.95 




Italian Imports! — 

VALUES TO $14.95! 

FUR BLEND 

SWEATERS 
$677 

Long-sleeve slip-overs in the 
new lush colors. Full fash- 
ioned and smart as tomor- 
row. Sizes 34 to 40. And 
you'll never begin to dupli- 
cate the price. 



TARP00N SLACKS 



■ 



n 

1 



Wind and shower re- 
sistant. Nylon Taffeta 
lined with all nylon 
fleece. The warmest, 
lightest weight jacket 
you can buy. Com- 
pletely washable. In 
white, black, red, 
charcoal. Size* S, M, 
L, XL. 



$777 

Washable! 



11ELG0 TRADERS 

piONims in modirn shopmnc 



$177 



For lounging, for sports. Noth- 
ing like these. And they're 
washable. Black and white and 
colorful plaids. Sizes 10 to 18. 
Very special. Hurry! 




OPEN 9 TO 9 • PLENTY OF FREE PARKING 



Only WELGO Sells So 
Much for So Little" 



